


WHY HE SLEEPS WELL 


E are indebted for this significant story to Mr. 
W. J. Cameron on the Ford radio program. 


“Tf you please, sir, I know how to sleep on a windy 
night.” Thus responded the good-natured, gawky 
applicant to Farmer White’s offer of employment. 
“You what?” “I know how to sleep on a windy night.” 
ee 7 > . ” 3 . 
Well, that’s no great recommendation,” said Farmer 
White; “most men can do that only too well.” 


There was something likable in the honest eyes of the 
new hired man—something interesting behind what he 
had said. One night, several weeks later, Farmer 
White was to learn. The wind had awakened. It 
gathered itself in great gusts and sent the clouds 
scurrying across the sky; and it hammered against 
buildings and tore at the haystacks and howled down 
the chimneys. Farmer White sat straight up in bed. 
He knew that wind. Many a time it had wrenched off 
a door, scattered his hay, bowled over a coop. “John,” 
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he shouted. “John, John, where are you?” But John 


was fast asleep; he might just as well have 
the next town. 


been in 


larmer White rushed out into the night, expecting t 
see everything tumbled about. But he found the stable 
doors safely fastened, the windows firmly locked, the 


horses and cattle all snug in their stalls. He foun 


stacks well roped, the ropes well pegged- 


5 
1 the 


1e. SC) 


LILe 


secure, the coops firm. Then it came to him—sudden} 
. ° ] r\r 
-just what John meant. Little wonder John sie 


well when the wind blew. 


[sn’t there a moral in this story for us as a m 


turer—for you as a purchasing agent, dist 


nufac- 


bution 


engineer, or manager? Isn’t peace of mind, based of 


the knowledge that you have the best equipn 
can buy—the best that can be built—worth ! 
than any other consideration? We believe it 

is why we continue to remind you of the 
values of General Electric apparatus. 
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Higher Production Levels 
Seen for All Industries 


Pennsylvania Electric Association told that utilities can do much to 
speed industrial recovery — Industry urged to go ahead with 
construction programs — Carey elected new president 


Notes of hope and optimism that 
American industry, especially the util- 
ities, can do much to speed recovery, 
even when world trade is being shat- 
tered as a result of the European con- 
flict, were sounded last week during 
the 32d annual convention of the Penn- 
sylvania Electric Association at Bed- 
ford Springs. 

With the vast amount of man-power, 
natural resources and initiative of 
private management, new levels can be 
obtained in the productive capacity of 
American industry, the record attend- 
ance was told. 


See Rise in Business 


Sounding an optimistic note, Dr. 
William Trufant Foster, Boston econ- 
omist, said that all signs point to bet- 
ter business conditions in the immedi- 
ate future. The ability to produce and 
the demand for products merely await 
confidence to expand the vast stores of 
bank credits and create a major up- 
surge in business, he asserted. 

Immediate response to war in Europe 
will be gradual, having its full effect 
six months from now, Dr. Foster de- 
clared, warning that in the end war is 
a destroyer of real wealth. 

Dr. Foster said that incentive is 
coming back and, with the return of 
confidence, business would get better. 
He pointed out that the utilities con- 
stitute the only industry which has 
increased its production above the 1929 
level. He said that it now stands about 
40 per cent above ten years ago. 





H. L. Mitchell, president of 
West Penn Power 


Reviewing his administrative year, 
President W. H. Swinney cautioned 
utility executives that “neither hazy 
thinking nor wishful hoping are in 
order today.” He warned them that 
they must guard against a tendency to 
live in the past. 

Pointing out that ten years ago 
executives gave practically all their 
time to maintenance and operations of 
plants, Mr. Swinney said that today 
these functions are delegated to assist- 
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ants or subordinates, while the execu- 
tives attempt to deal with the exacting 
demands of new laws, new rules and 
new regulations which, in the old days, 
had never been heard of. He said that 
this is not a healthy condition. “Unless 
we can inject into our viewpoint the 
spirit of youth, the adaptability to 
change and an attitude of clear, hard 
thinking, it will be rough going.” 


Support War Agencies 


At the close of the convention the 
association went on record to support 
the War Resources Board and other 
state and national agencies in time of 
national crisis. It stood ready to assure 
adequate power supplies to meet emer- 
gency demands. 

Because of pressing conditions in 
Washington, Col. Louis A. Johnson, 
Assistant Secretary of War, was un- 
able to deliver his address to the con- 
vention. 

Richard P. Brown, Secretary of Com- 
merce of Pennsylvania, offered the 
utilities the full co-operation of his 
new department to aid the industry in 
every proper manner, whenever oppor- 
tunity offers. He said that one way in 
which the utilities could aid industrial 
growth in Pennsylvania was for indus- 
trial power salesmen to work closely 
with the new department. 

Electric utilities were urged to go 
ahead now with any contemplated ex- 
pansion programs by Mr. Brown, who 
asserted that such action would be no- 
tice to the public that the utilities are 
convinced that a period of increased 
industrial activity is at hand in Penn- 
sylvania because of the state’s policy of 
encouraging industry. 

Edmund C. Stone, vice-president and 
general manager of Duquesne Light 
Co., presented the responsibilities of the 
engineers. It appeared to him that 
many engineers confine themselves too 
much to the study and application of 
physical laws and to purely technical 
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Porter Bennett, president of Manufacturers Light & Heat; Carl L. Peirce, 
and Joseph B. Smith, vice-president of Hubbard & Co., 


Jr., president, 


and E. C. Stone, vice-president of Duquesne Light Co. 


solution of their problems, without giv- 
ing sufficient attention to the human 
or psychological forces that are oper- 
ating around them. 

He urged study of the desires and 
habits of the community and to con- 
sider the attitude of the public toward 
the work of the utilities. 

To the young engineering graduate 
who is considering the electric utility 
as a field for life work, Mr. Stone said 
that he need not consider that his use- 
fulness is confined to the planning, 
designing and building of power sys- 
tems, for there are other phases of 
utility operations demanding engineer- 
ing knowledge and skill in management. 

Mr. Stone warned against what he 
termed “perhaps the greatest danger 
confronting our industry at the pres- 
ent time—the possibility of too much 
self-complacency.” 

A. G. Butler, Duquesne Light, de- 
clared that engineers are not satisfied 
as things are and are looking for new 
improvements and developments. 
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Congressman Charles A. Eaton of 
New Jersey told the convention that 
there is need to widen the horizon of 
thinking. He asked for a renewal of 
faith and the rediscovery of the es- 
sence of American life. It was his mes- 
sage that there is opportunity for the 
future. 

Prof. R. U. Blasingame, chief of the 
agricultural engineering department, 
Penn State College, expressed the be- 
lief that rural electrification will pay 
its way. “You scarcely have it now, 
for rural electrification is electricity 
at work to the fullest practical extent, 
and to the maximum economic advan- 
tage of the farmer,” he said. 

The major problem of the utilities 
and farmers is to bring about a more 
complete use to realize the full eco- 
nomic advantages from the enormous 
investment which they have jointly 
made in rural electrification, Profes- 
sor Blasingame declared. He asserted 
that during the past twelve years the 
utilities have built 25,000 miles of 


Vice-President P. H. McCance and his staff which produced Duquesne Light's new motion 
picture. L. to r.—J. M. Froelich, T. E. Purcell, G. A. Gardner, G. B. Finch (Jim Handy 
Co.), H. Briggs, Jr.. Mr. McCance, and B. L. Kirk 
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President Swinney (right) presents life membership 
on the accident prevention committee to Frank Kelton, 


Duquesne Light 


line, costing about $49,000,000 and 
serving 85,000 farmers, in addition to 
a large number of other rural cus- 
tomers. These lines pass the front 
doors of 20,000 other farmers who have 
not availed themselves of this serv- 
ice, he said. “I estimate that these 
85,000 farmers have invested $50,000.- 
000 for wiring and electrical equip- 
ment.” 

H. L. Mitchell, president of West 
Penn Power Co., said that there are 
boundless opportunities to create jobs 
and to make money and the electrical 
industry can assist greatly in bringing 
this about. He warned against the “loss 
of heart” in the outlook and the seclu- 
sion of security. 

Mr. Mitchell pointed to the new 
industries and improvements in others 
during recent years as examples of in- 
itiative, enterprise, and creative will. 

Bronze plaques were presented to 
Metropolitan Edison and Edison Light 
& Power as winners in groups A and 
B, respectively, in the annual safety 
contest. Edison Light & Power for the 
second consecutive year repeated its 
“no-accident” record. Runners up in 
Group A were Pennsylvania Power & 
Light and Philadelphia Electric. Key- 
stone Public Service and Home Elec- 
tric Light & Steam Heating Co. also 
had “no-accident” records in Group 
B, but did not show as many expos- 
ure hours as the Edison company. 

Bernard P. Carey, counsel of Phila- 
delphia Electric Co., was elected presi- 
dent of the association to succeed Mr. 
Swinney. Vice-presidents elected in- 
cluded Edmund C. Stone, Duquesne 
Light; M. H. Parkinson, Pennsyl- 
vania Power & Light, and Louis B. 
Round, Pennsylvania Power. 

Elected to the executive committee 
were A. J. Althouse, Metropolitan Edi- 
son; H. B. Bryans, Philadelphia Elec- 
tric; N. G. Reinecker, Pennsylvania 
Power & Light; Walter C. Sontum, 
Pennsylvania Edison, and A. L. Hall: 
strom, Graybar Electric. 
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Urge Utilities Acquaint 
Public With Problems 


More than 220 delegates to Rocky Mountain Electrical League meet- 
ing hear pleas for simplified utility reports to customers — Tribute 
paid to Edison — H. E. Samson elected new president 


Capable showmanship by George 
Lewis, manager of the Rocky Moun- 
tain Electrical League, last week drew 
a crowd of more than 220 electrical 
men and women to Estes Park, Colo- 
rado, first to celebrate the sixtieth 
anniversary of the incandescent lamp, 
then to participate in the three-day 
annual meeting of the so-called Kee- 
Lo-Watt Tribe. 

It was League President W. N. 
Clark, president of Southern Colorado 
Power, who was responsible for the 
move which drew into the program 
representatives from several municipal 
systems of the area. And it was the 
open-mindedness of municipal and 
private system men alike which de- 
veloped an unprecedented, straight- 
from-the-shoulder discussion of com- 
mon problems. 


Public Relations 


Second important thing about the 
meeting was the thoroughness with 
which public relations were discussed. 

Both of these were implicit in the 
talk by E. L. Mosley, city manager 
of Colorado Springs, which he called 
“Common Denominators.” He empha- 
sized the necessity for simplified rate 
schedules, presented in simple, non- 
technical language, and the importance 
of adequate reporting of operations by 
the company to its customers. “Cities 
which have consistently issued good, 
clear reports,” he said, “have found 
little wrong with their public rela- 
tions.” 

A. W. Conover, vice-president and 
general manager Central Ohio Light 
& Power, emphasized that a public 
relations program cannot be set up 
like a construction budget. He said 
that “when dealing with newly created 
governmental agencies we have tried 
to acquaint them with our problem, 
and we have found them exceptionally 
co-operative.” Through nine years of 
experiment, he declared, his system has 
discovered that the best policies have 
come from the organization up to the 
management, rather than from the 
management down. 

At the closing banquet, Mr. Conover 
was presented with the league’s an- 
nual award for outstanding service to 
the industry. 

C. W. Leihy, editor of Electric Light 


& Power, suggested that systems in- 


terpret their taxes, rates—all statistics 
related to public relations—in terms of 
their meaning to one, individual em- 
ployee, rather than to the system as a 
unit. 

Participating from outside league 
territory were L. A. S. Wood, West- 
inghouse’s chief lighting engineer: A. 
F. Dickerson, General Electric’s light- 
ing sales manager; A. E. Schanuel, 
Adequate Wiring Bureau; W. H. 
Hanna, Modern Kitchen Bureau. 

At the Edison dinner Herbert S. 
Sands, Denver consulting engineer and 
one-time Edison worker, was intro- 
duced by L. R. Storey, convention 
chairman. Mr. Sands sketched a pic- 
ture of the love of work and scorn 
of fatigue which measured the famous 
inventor’s success. He suggested that 
the industry’s future honors will go 
to men operating on those principles. 

Speaker at the convention banquet 
was Karl E. Mundt, U. S. Congress- 
man, South Dakota, who spoke on 
“The America I Want.” America at 
war, he said, will be the end of 
democracy. If America stays at peace, 


democracy may be saved. To save it, 
he said, the people must act to return 
the balance of economic power to local 
groups, whether private, municipal or 
state. He argued that once Uncle 
Sam becomes established as our big- 
gest banker and our biggest business 
man there will be but one check upon 
him—revolution. 

Elected president for next year was 
H. E. Samson, Southwestern Public 
Service Co., Roswell, N. M.;_ vice- 
presidents, M. C. Heffelman, Deming 
Ice & Electric Co.; E. E. Brazier, G.E. 
Supply, Denver, and J. W. Alexander, 
Rawlis Electric Co., Wyoming. 

Redrafted for active duty, this time 
as a vice-president, was Gaylord Buck, 
vice-president and commercial manager 
of Public Service Company of Colo- 
rado. 

In summing up the public relations 
discussions, emphasizing the importance 
of men down the line, Mr. Buck de- 
livered the meeting’s tersest sentence: 
“Sergeants won the first World War.” 


Consolidated System 
Celebrates at Fair 


“The modern corporation is the most 
efficient piece of machinery ever de- 
vised to combine in one great driving 
force the power of capital, labor, sci- 
ence and machinery.” Floyd L. Carlisle. 
chairman of the board, Consolidated 
Edison Co. of New York, Inc., told 
utility workers on Consolidated Edi- 





DAY AT FAIR—More than 50,000 of Consolidated Edison System workers, friends and 
family members attended a mass meeting in the Court of Peace at the New York 
World’s Fair during Consolidated Edison Day ceremonies this week 
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PRIZE FLOAT—Wisconsin Public Service Corp. and its unionized employees took first 

prize with this float in a Green Bay Labor Day parade. Electricity took a note from the 

New York World’s Fair theme center to dominate the float. The transmission tower 
and gas holder symbolized the services of the company 


son System Day, September 11, at the 
New York World’s Fair. 

His address highlighted ceremonies 
which drew to the fair 50,000 Consoli- 
dated Edison System workers, friends 
and family members, including 20,000 
employees. Ceremonies included a 
Court of Peace meeting, a get-together 
for 2,500 supervisory group members 
and a hookup of the “City of Light” 
exhibit with the historic Edison 
“Jumbo” dynamo displayed at the Ford 
Exposition. 

Headed by Mr. Carlisle, Oscar H. 
Fogg, vice-chairman of the board, and 
Ralph H. Tapscott, president, the day’s 
official group included Consolidated 
Edison officers and trustees, represent- 
atives of the Edison family and forty 
Thomas A. Edison pioneer associates. 


Approval of Code Voted 
By Electrical Inspectors 


The western section of the Interna- 
tional Association of Electrical Inspect- 
ors at the annual meeting this week at 
Hamilton, Ontario, Canada, recom- 
mended code approval of thin insula- 
tion conductors with rubber or synthetic 
covering and rejected proposals for 
bare neutral wiring following, without 
amendment, the recommendations of 
the article committees. 

A motion for rejection of proposals 
for the use of non-metallic sh~ «th cable 
with uninsulated grounded conductor 
was blocked by a close but successful 
vote to table the motion. In effect, this 
action approved the proposals as sub- 
mitted by the article committee. 


Electric Inspection 
Act Killed by Court 


Michigan’s electrical inspection and 
contractor licensing act has been de- 
clared unconstitutional by the state 
Supreme Court on the grounds of dis- 
crimination. An effort will be made to 
have the Michigan Legislature, which 
will be reconvened soon for other mat- 
ters, reconsider the act for the pur- 
pose of salvaging as much of it as 
possible, especially the licensing pro- 
visions. It has also been stated that 
the state utilities commission will be 
asked to require power companies to 
refuse connection to new installations 
in the absence of a certificate of in- 
spection. 

Discrimination came about as the 
result of a misplaced comma. The act 
states that wiring means and includes 
“All wiring, generating equipment, of 
not over ten kilowatt capacity, fixtures, 
appliances ...” The comma after 
generating equipment obviously re- 
stricts the licensing and inspection to 
small work. Other discrimination 
claimed and held was the exemption 
of power, telephone and telegraph com- 
panies and theatres. 

In a minority decision other mem- 
bers of the court dissented from the 
opinion handed down by the chief jus- 
tice as reasons for the invalidity of the 
act, but concurred that the act was 
unconstitutional on different grounds. 
It was held that designating the Na- 
tional Electrical Code as a minimum 
standard below which no state stand- 
ards could go was an improper delega- 
tion of legislative power. 

The court’s action put an end to ac- 
tivities of the Electrical Administrative 
Board, which has been under reorgan- 
ization. Charges of laxity in adminis- 
tration are pending against one mem- 
ber, while four others have resigned. 

The effect of the ruling would be to 
remove any state inspection in terri- 
tories not covered by local rules and 
regulations, enforcements, registration 
fee and supervision. 


The Implications of War 


@ What does war mean to the electrical industry, what happened 
in the 1914-1916 period and then in 1916-1917, what are the cur- 
rent conditions that differ from those of 25 years ago, and what 
are the implications? 


The lessons of the past, the knowledge of what happened in 
the last war period, will be useful in making plans to meet any 
emergency that might arise out of the present conflict. 

ELECTRICAL WORLD editors are now studying the effects 
of the World War upon the electrical industry, both in the years 
before this country became a participant and also during the two 
war years. The study will consider all the ramifications of engi- 
neering, construction, materials and supply, protection, load build- 
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ing, load changes, bottlenecks, prices, rates, regulation, financing 
money, deliveries, priorities, exports, labor. 

In addition, opinions will be solicited from leaders in the util- 
ity, manufacturing, regulatory and financial fields. Opinion, while 
not in itself conclusive, will help others to formulate their own 
ideas and will be of help in guiding them in any planning they 
might undertake. 

The first of these articles will appear in the next issue of 
ELECTRICAL WORLD—the issue of September 23. 
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REA Orders New Low-Cost 
Equipment for Farm Lines 


First order for 10,000 transformers goes to Standard Transformer 
Co. at price of $21 each — Heinemann Electric gets circuit breaker 
order — REA to supply new service at $1 monthly minimum 


Convinced of its program to supply 
electricity profitably to low-income 
farmers through the use of new-de- 
signed, low-cost line equipment, the 
REA last week placed an order with 
Standard Transformer Co. for 10,000 
transformers at a price of $21 each, 
and more can be bought at a price of 
$20. 

At the same time REA arranged to 
buy 10,000 of the new circuit breakers 
to go with the transformers from 
Heinemann Electric Co. at a price of 
about $3 for the first 10,000 and $2.70 


for more. 


Developed New Equipment 


Because use of regular standard 
equipment made line extension too 
costly in areas where low-income rural 
customers were unable to pay the 
monthly minimum use requirements of 
$2.50 in the South and $3.50 to $4 in 
the North, the REA, in co-operation 
with several electrical equipment 
manufacturers, developed new devices 
and techniques to supply these custom- 
ers with electricity at a minimum of $1 
monthly. 

According to R. B. Craig, recently 
acting administrator, the new devices 
consist of a small transformer, a new 
gap for lightning protection, a new 
type circuit breaker and an_ under- 
ground wire from the transformer to 
the house, which serves both as a con- 
ductor and as a ground. Mr. Craig said 
that this new service will permit a 
tenant farmer or share cropper to have 
electric. light and radio, and possibly 
other small appliances. 

It was found in some sections that 
there were customers unable to pay the 
minimum bill and, therefore, could not 
take advantage of electricity, although 
power lines passed their doors. The 
newly designed equipment will make 
it possible for this class of customer to 
have electricity. 

Mr. Craig said that it is not pos- 
sible to use the new service drops for 
farms where many appliances are in- 
stalled or where any power equipment 
is to be used. “In practical service 
they will permit the simultaneous use of 
a standard electric iron, a radio and 
two or three light bulbs,” he said. It 
was pointed out that should the farmer 
find later that he can afford to install 
and use more electrical equipment the 
service can be replaced by one of 


ELECTRICAL WORLD + September 16, 


greater capacity and the standard rate 
schedule made applicable. 


Farmer Digs Trench 


In order to reduce the previous low- 
est cost service of $75 to $100, the 
farmer digs the trench from the trans- 
former pole to his house and fills it in, 
thus reducing installation cost. This 
saving, together with the low-cost equip- 
ment, enables the entire cost to be 
reduced to about $35, including the 
transformer, circuit breaker and cable. 
The cable itself is so inexpensive (3 
cents a foot) that if the farmer does 
desire to use a larger service it will 
be cheaper to leave the cable in the 
ground than try to salvage it. 

REA hopes that this new low-cost 
service will add a sufficient number of 
new customers to present lines so as to 
prove a profitable financial venture. It 
will spread the benefits of electricity 
and act as the opening wedge to wider 
use and a change-over to the standard 
service schedule. 

The REA-designed transformer-cir- 
cuit breaker-lightning gap-cable as- 
sembly, with a capacity of 600 watts, 
can be installed at a cost of $35 to $40. 
The transformer is novel only in its 
small size. It has a baked porcelain 
enamel steel tank. The lightning gap 
and circuit breaker are separate units 
—not on the transformer chassis. The 
circuit breaker is connected to the sec- 
ondary circuit and breaks at 750 volt- 
amperes, 25 per cent overload. It comes 
in two sizes, one to accommodate a 


single circuit and another a double 
circuit. The cable consists of a No. 8 
copper core surrounded with ¢s-in. spe- 
cial rubber compound for underground 
service. Outside this is a tinned copper 
conductor which acts as a ground. 


Manufacturers Co-operate 


Manufacturers who made designs 
and submitted bids on the transformer 
include G.E., Westinghouse, Allis-Chal- 
mers, Standard and Kuhlman. Partici- 
pants on the cable were: Okonite, Gen- 
eral Cable, Anaconda, Hazard, Amer- 
ican Steel & Wire, and Habirshaw. On 
the circuit breaker were G.E., Westing- 
house and Heinemann. 

Although the new equipment has 
been perfected in the laboratory and 
subjected to extensive tests simulating 
field conditions, it has never been in- 
stalled on rural lines. It will be tried 
out on several REA projects. Develop- 
ment of the service represents more 
than a year of experimentation on the 
part of engineers for KEA and equip- 
ment manufacturers. 


LCRA Told to Speed 
Power Project Work 


Construction on the Lower Colorado 
River Authority’s $22,000,000 flood 
control and power project must be sub- 
stantially accelerated, the Authority 
has been advised by the Public Works 
Administration. 

In a telegram to officials of the Au- 
thority, Col. E. W. Clark, acting com- 
missioner of public works, asked to be 
notified this week what will be done 
to speed up the work. 

Reports reaching Washington indi- 
cate that the project as a whole is only 
66 per cent complete, although 73 per 
cent of the time agreed upon for con- 
struction has elapsed. Under an agree- 
ment between the Authority and the 





REA EQUIPMENT—The new-designed, low-cost line equipment which REA will use in 
its new program to serve low-income customers. L. to r.—A single-line circuit breaker, 
a double-line circuit breaker, a cyclometer watt-hour meter (for size comparison), and 


the transformer with ground cable 
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PWA the project must be completed by 
June 29, 1940. 

Colonel Clark stated that while the 
entire project, made up of several 
units, generally speaking was behind 
the construction schedule, the Austin 
Dam and Marshall Ford power house 
near Austin were further behind than 
the other units. 

The PWA has advanced $1,500,000 
to the project in the form of a loan 
and $7,350,000 as a grant. The balance 
of the construction cost is being sup- 


plied by the LCRA. 


Northern States Power 
Given Rehearing by FPC 


Setting a rehearing for September 
26 on paragraph (C) of the commis- 
sion’s order of June 27, the Federal 
Power Commission has granted the 
petition of Northern States Power Co. 
of Wisconsin relating to the disposi- 
tion of $208,526 disallowed by the 
commission as part of the actual legiti- 
mate original cost of the company’s 
Project No. 108 in Wisconsin. 

In its petition for a rehearing the 
Northern States Power Co. contended 
that the disallowed amount of $208,526 
in the claimed actual legitimate orig- 
inal cost of Project No. 108 should not 
properly be charged to surplus or sur- 
plus reserves, and also sought a re- 
hearing on the 60-day limitation set 
by the commission for compliance with 
the order. 
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Canada Takes Measures 
to Protect Its Utilities 


Anti-sabotage measures have been 
taken to protect Canadian public util- 
ities. Barbed wire and armed guards 
protect power plants against unauthor- 
ized entry and transmission lines are 
patrolled. So far the companies are 
employing their own guards, although 
it is possible the militia may later 
take over. 

Public inspection trips are no longer 
permitted. Last week the Western Sec- 
tion, International Association of Elec- 
trical Inspectors, meeting in Hamil- 
ton, Ontario, had to cancel a _pro- 
grammed inspection trip to the hydro 
plants in the Niagara area. 


Plan Range Drive 


A new electric range promotional 
program with popular appeal is being 
offered to utilities and dealers for fall 
use by the Modern Kitchen Bureau, 
according to H. L. Martin, manager. 
Electric water heater activities are also 
being sponsored by the bureau. 
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Slattery Designated 
as New REA Head 


Harris & Ewing 


Henry Slattery, newly designated 
administrator of the Rural Electrifica- 
tion Administration, will take over his 
new duties as soon as he clears his desk 
at the Interior Department, where he 
served as Under Secretary. Appointed 
late last week by President Roosevelt, 
Mr. Slattery was in lengthly conference 
this week with Secretary of Agricul- 
ture Henry Wallace concerning his 
new work. 

In taking over the post vacated by 
promotion of John M. Carmody to 
Federal Works Administrator, Mr. 
Slattery has no preconceived notions 
of what his program will be. “I’ve got 
to get over there and see what needs 
to be done,” he said. 

Faced with a degree of internal dis- 
sension within the REA, the new ad- 
ministrator has “no illusions” about 
his assignment. He realizes that the 
REA program is not operating just as 
he would like and is prepared to take 
strong steps to correct what admin- 
istrative defects he finds. The diff- 
culties he faces may be one reason 
why it was necessary for the President 
to draft him to take over the post. 

Long an advocate of public power 
ownership, Mr. Slattery is closely 
identified with the Norris-Ickes-Ran- 
kin “conservation of our natural re- 
sources” group. He was born June 13, 
1887, in Greenville, S. C., just across 
the street from Federal Power Com- 
missioner Basil Manly. 

Mr. Slattery received his education 
at Georgetown and George Washing- 
ton Universities. In 1909 he became 
secretary to Gifford Pinchot, then head 
of the Forest Service. He played a 
part in the Congressional investigation 
of the handling of Alaskan coal claims 
during the Taft Administration and 
since has been in practically every 
major conservation and power fight. He 
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was in the Teapot Dome investiga- 
tion. Organizing the Boulder Dam 
Association for construction of the 
project in 1925, he became general 
counsel and secretary, and while in 
that position wrote the Walsh resolu- 
tion for investigation of public utilities 
by the Federal Trade Commission. In 
1931 he was Washington representa- 
tive for the New York State Power 
Authority. 

Mr. Slattery is the author of the 
Federal Power Act of 1920, and, al- 
though he denies it, collaborated in 
drawing the act creating the REA. 
Prior to the creation of the REA, he 
was closely associated with Morris L. 
Cooke, who was then in the power 
division of the PWA and later became 
REA’s first head. He is well versed 
in utility operations, having furnished 
the information and data for many of 
the power and conservation fights of 
the last 25 years. After the ouster 
of Mr. Pinchot as head of the Forest 
Service Mr. Slattery became secretary 
to the National Conservation Associa- 
tion and later counsel. 


Advertising Awards Made 
by Modern Kitchen Bureau 


M. G. Gorrow, Wisconsin Michigan 
Power Co., Appleton, Wis., has been 
awarded the first prize of $250 offered 
by the Modern Kitchen Bureau for the 
best series of newspaper advertise- 
ments on Electric Water Heating pub- 
lished between January 1 and July 
31, 1939. 

Second prize, $100, went to Fred E. 
Eriksen, advertising manager of Wis- 
consin Electric Power Co., Milwaukee. 
K. J. Haines, advertising manager of 
Illinois Northern Utilities Co., Dixon, 
Ill., received the third prize of $50. 
Mr. Gorrow’s winning entry consisted 
of a series of 24 advertisements, pub- 
lished at the rate of three a week for 
eight weeks, in the Jron Mountain 
News at Iron Mountain, Mich. 


Ontario to Bar Airplanes 
From Niagara Power Area 


The power area on the Niagara River 
will be declared a prohibited zone for 
flying, said Premier Mitchell F. Hep- 
burn of Ontario. Precautionary meas- 
ures are being taken by the Ontario 
Hydro-Electric Power Commission and 
provincial police to protect the power 
system from sabotage. Asked what 
would happen to planes flying daily 
between Detroit, Chicago and Buffalo 
over the falls and along the Canadian 
shore, the Premier said they would 
have to be rerouted. 
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Consumers Power Plans 
Further Plant Expansion 


Work nearing completion on Morrow station, which is scheduled for 
operation late this year — New substations to be built in a 
number of cities as part of $9,000,000 program 


Construction of Consumers Power 
Company’s new 70,000-kw. Bryce E. 
Morrow steam plant on the Kalamazoo 
River, east of Kalamazoo, is approach- 
ing completion, and present indications 
are that the plant will be in full opera- 
tion late this year. The plant is one 
of two major projects on the extensive 
Consumers construction program for 
1939, the other being the John C. Wea- 
dock steam plant on Saginaw Bay, at 
the mouth of the Saginaw River. 

It was originally intended to install 
one 35,000-kw. turbo-generator at 
Weadock, but within the last few 
weeks the company has announced its 
intention of including another unit of 
the same capacity in the original in- 
stallation. The first unit is expected 
to be in operation in the spring of 
1940 and the second early in 1941. 


Increase Expenditures 


Dan C. Karn, vice-president and 
general manager, stated that expendi- 
tures of approximately $9,000,000 for 
expansion in the Michigan territory 
will be made. Part of this will include 
the work on the Weadock steam station 
and other extensions. 

Work on the Weadock plant was 
begun in 1937 at approximately the 
same time that construction of the 
Morrow plant was started. When in- 
dustrial Michigan’s demand for power 
slumped in 1938 it was decided to dis- 
continue building operations at Wea- 
dock. Better business conditions this 
year brought a resumption of con- 
struction during July this year. 

Consumers’ generating capacity will 
be further increased through the instal- 
lation of a 20,000-kw. unit in one of 
the steam plants already in operation. 
The exact location of this additional 
unit has not been determined. Con- 
sumers has steam plants in Grand 
Rapids, Kalamazoo, Battle Creek, 
Jackson and elsewhere. 

The Morrow and Weadock plants 
are of similar design. Each will have 
two bleeder type condensing turbo- 
generator units which will operate at 
“,600 r.p.m., generating electricity at 
14,400 volts. This voltage will be 
stepped up by transformers to two 
higher voltages, 140,000 and 44,000, 
for feeding into separate lines forming 
parts of the interconnected transmis- 


sion system which joins the 1,000 com- 
munities served by the company. 

Generators will use hydrogen gas as 
a cooling medium. Turbines will oper- 
ate with steam at 800 lb. per square 
inch pressure, the steam being super- 
heated to about 875 deg. Each tur- 
bine will have its own boiler and each 
boiler will have a maximum capacity 
of 4,000 lb. per hour. Maximum work- 
ing pressure will be 900 lb. per square 
inch. Pulverized fuel firing will be 
used. 

Consumers’ construction program 
also includes numerous substation im- 
provements and additions in many parts 
of Michigan. Involved are substations 
in Owosso, Bay City, Saginaw, Flint, 
Grand Rapids, Battle Creek, Pontiac, 
Alma, Ionia, Charlotte, Mt. Pleasant, 
Albion, Muskegon Heights, Midland, 
Frankenmuth, Clio, Chelsea, Grand 
Ledge, Grandville, Coopersville, Beld- 
ing, Sparta, Hersey, Saugatuck, Lake- 
wood, Spring Lake and other communi- 
ties. 

In many substations transformer and 
regular capacity is being increased. 
The company likewise is improving oil 
circuit breakers to accommodate the 
growth in capacity which will result 
from the new plant construction. 


Additions and improvements to the 
high-voltage transmission system, to 
provide for expansion and increased 
loads, also constitute an important part 
of the construction program, as well as 
numerous improvements in the various 
steam and hydro-electric plants. 


Friant Dam Bids Delayed 
by Wage Rate Revision 


Bids for the construction of Friant 
Dam, California, scheduled to be re- 
ceived September 7, by the U. S. 
Bureau of Reclamation, were returned 
unopened when in the last hour the 
Department of the Interior was notified 
by the Department of Labor that a 
revision of certain wage rates listed in 
the specifications was necessary. 

Commissioner of Reclamation John 
C. Page, on a visit to the Central 
Valley Project from Washington, D. C., 
announced that the Bureau of Reclama- 
tion immediately will issue an addenda 
to the Friant specifications, listing the 
revised wage rates and setting an early 
date for a new bid opening. 


Marshall Ford Dam 


Secretary Ickes has approved the 
change in the original construction 
contract for the Marshall Ford flood 
control and power project dam which 
will increase the maximum height of 
190 ft. to 270 ft. to provide a 
reservoir of 3,120,000 acre-feet capac- 
ity. The dam is one of a series com- 
prising the Colorado River and Texas 
flood control and _ power project. 
Marshall Ford Dam is principally a 
flood control structure. 





STEEL FRAMEWORK—Construction work on the John C. Weadock steam plant of 


Consumers Power Co. on Saginaw Bay is progressing rapidly with the first 35,000-kw. 
unit expected to be ready for operation next spring 
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Portland P.U.D. Case 
To Be Heard Soon 


Public hearing on the proposed for- 
mation of a public utility district com- 
prising the city of Portland, Ore., has 
been ordered by the state Hydro-Elec- 
tric Commission for September 29. This 
action was taken by the commission 
following certification of approximately 
6,000 signatures on the preliminary 
petition requesting hydro-electric com- 
mission investigation of the proposal. 

In the meantime the commission will 
make its own investigation and within 
120 days following the hearing will 
issue its report on the feasibility of the 
formation of the district. If the com- 
mission’s report is favorable, the pro- 
moters, calling themselves the “Bon- 
neville-for-Oregon Committee,” may pro- 
ceed to secure signatures on the final 
petition that will direct the commission 
to order an election. It is expected that 
such election may be called coincident 
with the state primary election in May, 
1940. 

This is the first attempt to form a 
district comprising only the corporate 
area of a city. The city’s population 
is approximately 350,000 and it con- 
tains 392 voting precincts. Portland 
General Electric Co. and Northwestern 
Electric Co. serve the city. 


Porcelain Group Issues 
Program for Fall Forum 


Designed to appeal to the interests 
of all practical enamelers, a highly 
varied program has been announced by 
the Porcelain Enamel Institute for the 
Fourth Annual Forum, to be held Oc- 
tober 18-20 at Ohio State University, 
Columbus. 

E. C. Aydelott, Benjamin Electric 
Manufacturing Co., will direct the sym- 
posium on fine ground enamels. He 
will be assisted by T. Hartshorn, A. J. 
Lindemann & Hoverson Co.; J. B. Si- 
mon, Westinghouse; G. E. Terry, Edi- 
son General Electric Appliance Co., 
and George N. Tuttle, Frigidaire divi- 
sion, General Motors. Others contrib- 
uting to the program include E. C. Dex- 
heimer, National Enameling & Stamp- 
ing Co.; A. H. Burnham, Jr., Locke 
Insulator Corp.; R. F. Bisbee, West- 
inghouse, and G. W. Dykstra, Kelvina- 
tor Corp. 


Hearing Set on Oregon 
Public Utility District 


A preliminary petition asking a Hy- 
dro-Electric Commission investigation 
of the feasibility of forming a public 
utility district in eastern Benton Coun- 
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ty, Oregon, excluding the city of Cor- 
vallis, was found in order and the state 
Hydro-Electric Commission has ordered 
a public hearing in Philomath Septem- 
ber 28. 

The commission will make its inves- 
tigation and issue its report on the pro- 
posal within 120 days after the hearing. 
If the report is favorable, the sponsors 
may then legally proceed to secure sig- 
natures for the final petition calling for 
an election within the district, which 
indicates that such election may take 
place in the spring of 1940. 





MEETINGS 


International Association of Electrical Inspectors 
—Southern section, George Vanderbilt Hotel, 
Asheville, N. C., September 18-20, Joseph 
Whitner, secretary, P. O. Box 1743, Atlanta, 
Ga., Eastern section, Providence Biltmore 
Hotel, Providence, R. |., October 2-4, F.N.M. 
Squires, secretary, 85 John St., New York, N. Y. 

Wisconsin Utilities Association—Annual conven- 
tion accounting section, Plankinton Hotel, Mil- 
waukee, Wis., September 21-22: electric section, 
commercial and technical divisions, November 


6-7, Schroeder Hotel, Milwaukee. A. F. Her- 
wig, executive secretary, Room 502, Brumder 
Bldg., 135 West Wells St., Milwaukee, Wis. 

National Industrial Advertising Association—Na- 
tional conference, Hotel New Yorker, New 
York, N. Y., September 20-22. William H. 
Easton, chairman, publicity 


committee, 420 

Lexington Av., New York, N. Y. 

Edison Electric Institute—Rural Sales conference, 
Electrified Farm, World's Fair, September 
21-22; prime movers committee, Institute head- 
quarters, 420 Lexington Av., New York, Octo- 
ber 2-3; electrical equipment committee, New 


Ocean House, Swampscott, Mass., October 
9-10; transmission and distribution committee, 
oad Ocean House, Swampscott, October 
10-11. 


Association of Iron and Steel Engineers—Annual 
convention and exposition, William Penn Hotel, 
Pittsburgh, Pa., September 26-29. Brent Wiley 
aa director, Empire Bldg., Pittsburgh 
a. 


American Institute of Electrical Engineers—Great 
Lakes district, Minneapolis, Minn., September 
27-29; Middle Eastern district, Scranton, Pa. 
October 11-13. H. H. Henline, national secre- 
tary, 33 West 39th St., New York, N. Y. 


Southeastern Electric Exchange—Engineering and 
operation section, Piedmont Hotel, Atlanta, 
Ga., September 28-29; sales section, fall con- 
ference, Henry Grady Hotel, Atlanta, Novem- 
ber 2-4. J. W. Talley, executive secretary, 308 
Haas-Howell Bldg., Atlanta. 


Indiana Electric Association—Annual convention, 
French Lick, Ind., September 28-30. Tom C. 
Polk, secretary, 607 Traction Terminal Bldg., 
Indianapolis, Ind. 

International Association of Electrical Leaques— 
Annual conference, Auditorium, Electrical and 
Gas Association of New York, Inc., ‘New York, 
N. Y., October 4-6. 


Public Utilities Association of West Virginia— 
Annual meeting, Greenbrier Hotel, White Sul- 


phur Springs, W. Va., October 6-7. A. Bliss 
McCrum, secretary, 612 Charleston National 
Bank Bldg., Charleston, W. Va. 


International Municipal Signal Association—An- 
nual meeting, Providence-Biltmore Hotel, Provi- 
dence, R. |., October 9-12. Irvin Schulsinger, 
secretary, 7 East 42 St., New York, N. Y. 


National Electrical Contractors Association—An- 
nual meeting, Bellevue-Strattord Hotel, Phila- 
delphia, Pa., October 9-12. L. W. Davis, gen- 
eral manager, 420 Lexington Av., New York, 

. We 


National Electric Wholesalers Association—Semi- 
annual convention, Hotel Gibson, Cincinnati, 
Ohio, October 16-20. E. Donald Tolles, manaa- 
ing director, 165 Broadway, New York, N. Y. 


National Safety Congress and Exposition—Atlan- 
tic City, N. J., October 16-20. 


Empire State Gas & Electric Association—Annual 
convention, Westchester Country Club, West- 


chester, N. Y., October 19-20. George H. 
Smith, secretary Grand Central Terminal, 
New York, N. Y. 

National Electrical Manufacturers Association— 


Annual meeting, Palmer House, Chicago, Iil., 
October 23-27. W. J. Donald, managing direc- 
tor, 155 East 44th St., New York, N. Y. 
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Winners Announced 
in Safety Contest 


The final report on the public utili- 
ties’ twelfth annual safety contest, spon- 
sored by the National Safety Council 
and extending from July 1, 1938, to 
June 30, 1939, has been issued. 

One hundred and sixty-three com- 
panies participated in the contest. The 
number of employees was 162,727 and 
they worked 332,867,928 hours during 
the year. The average frequency rate 
for all contestants was 8.784. Of the 
various divisions in the contest, com- 
bination gas and electric had the lowest 
frequency rates, averaging 7.473. Fre- 
quency rates averaged 13 per cent lower 
than in the 1937-1938 competition. The 
largest reductions were in electric com- 
panies, averaging 21 per cent. Thirteen 
companies went through the contest 
without a single disabling injury, and 
of these the Gulf Power Co. worked 
the largest number of man-hours—500.- 
994. 

Among the companies that will re- 
ceive trophies are Virginia Electric & 
Power, Iowa-Nebraska Light & Power. 
Oklahoma Power & Water, Gary Heat. 
Light & Water, Ohio Public Service. 
Nebraska Power, Gulf Power. Presen- 
tation will be made at the National 
Safety Congress in Atlantic City, Octo- 
ber 16-20. 


Government Agencies 
Let Electrical Contracts 


Supply contracts have recently been 
awarded by federal agencies. 

General Electric Co. received a con- 
tract, amounting to $1,009,987, from 
the Tennessee Valley Authority for 
generators and two contracts from the 
War Department for radio equipment. 
amounting to $678,851. 

Department of Agriculture awarded 
a contract totaling $17,440 to Crouse- 
Hinds Co., Syracuse, N. Y., for light 
projectors. General Electric Supply 
Corp. was awarded a contract by the 
WPA for electrical conduit for $31,108. 


To Acquire Bakelite Assets 


Directors of Union Carbide & Car- 
bon Corp. have approved an agreement 
for the acquisition of all the assets 
of Bakelite Corp. Carbide is a pro- 
ducer of chemical raw materials and 
Bakelite a user of chemicals in its con- 
verting activities. Bakelite stockholders 
will receive 187,500 shares of Carbide 
common stock in exchange for Bake- 
lite’s assets. The agreement will become 
effective upon ratification by holders 
of each class of Bakelite stock. 
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You don’t see much of a transformer when 
hoisting and hanging is the only handling 
you give it. Your linemen won’t see much 
of L-M Distribution Transformers for that 
very reason... when they go up, they stay up. 
It’s this trouble-free long life of L-M Trans- 
formers that makes them low in cost . .. gives 
you more for your money, helps you keep 
your customers satisfied with your service. 


On your next transformer order, specify L-M 


Transformers ... all you do is hang ’em! 
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Specially designed apparatus for col- 
lecting gases given off from the destruc- 
tive distillation of rubber compounds 
and determining the range of explosible 
mixtures of these gases with air 


POWER INDUSTRY FROM 


ANACONDA ENGINEERS 


Your cable gives better service because we find 
the answers to both these questions 
TY kinds of research occupy Anaconda engineers... 
one, to determine the life of insulations...the other, 
to find out how that life can be extended. 

For example, before new insulating materials can go 
into the construction of Anaconda cable, they must undergo 
rigid tests of accelerated service conditions and of exposure 
to natural conditions. Thus, we are better able to predict 
the useful life of Anaconda Cable. 


But Anaconda research does not stop there. Instead, our 


-— 


Natural weathering con- 
ditions prevail here 
Cables on the roof of 
cable mill are exposed to 
the saline and industrial 
atmosphere of Hastings 


on-Hudson, N. Y 


' 


engineers constantly strive to build /onger life and better 
performance into cable constructions. Such improvements 
as Anaconda Duracode, the first successful insulation to 
defeat the destructive effects of heat and oxidation in build- 
ing wire, have been the result of this painstaking research. 
Why not benefit by these improvements? When you 
have a cable problem, put it up to Anaconda. Our en- 
gineers are at your service. ssi 
i 

ANACONDA 


from mine to consumer 


ae 


This trade-mark identifies a com- 
plete line of wires and cables for 


every electrical requirement. 
































Holiday Output Dip 
Smaller Than Usual 


While the output of energy by the 
electric light and power industry dur- 
ing the week ended September 9? 
shows the usual dip due to Labor Day, 
further analysis indicates a continua- 
tion of the upward trend. As reported 
by the Edison Eleciric Institute produc- 
tion mounted to 2,289,960,000 kw.-hr., 
or 11.8 per cent more than in the like 
period of 1938 and 6.3 per cent over 
1937. 

The gain over last year’s figure is 
the largest for any week since the be- 
ginning of July excepting that of July 
29, which it matched. The pronounced 
jump in percentage over 1937 reflects 


Weekly Output, Millions Kw.-Hr. 


1939 1938 1937 
Sept. 9...2,290 Sept. 10...2,048 Sept. I1...2,154 
Sept. 2...2,357 Sept. 3...2,149 Sept. 4...2,321 
Aug. 26...2,355 Aug. 27...2,134 Aug. 28...2,295 
Aug. 19...2,368 Aug. 20...2,139 Aug. 21...2,304 
Aug. 12...2,333 Aug. 13...2,134 Aug. 14...2,301 
Aug. 5...2,325 Aug. 6...2,116 Aug. 7...2,262 


Per Cent Change from Previous Year 
Week Ending 


) Sept. 9 








Sept.2 Aug. 26 
New England +-11.3 +11.6 +12.9 
Middle Atlantic... +13.7 +11.6 +13.2 
Central Industrial. +14.4 +12.8 +12.3 
West Central ...... + 9.8 + 5.1 — 0.3 
Southern States .... + 7.7 + 1.2 + 4.0 
Rocky Mountain.. +14.8 +19.6 +16.4 
| ae + 8.4 + 8.8 +10.6 
United States +11.8 + 9.7 +10.3 





Extends Street Lighting 
Rate of Toledo Edison 


City of Toledo has signed a street- 
lighting contract with the Toledo Edi- 
son Co. to be in effect for the remainder 
of 1939, extending a temporary rate 
while negotiations on a _ long-term 
street-lighting and city power contract 
are still pending. The temporary con- 
tract assures the city a $50,000 saving 
in its 1939 bill, which it will pay in 
1940, but does not allow for any mod- 
ernization of the city’s street-lighting 
system as has been discussed in the 
long-term contract. 

Toledo citizens have begun a move 
to seek a public referendum on the 
question of converting the present 
Broadway Avenue water pumping sta- 
tion into a municipally owned electric 
power generation station. Petitions 
asking Council to submit the question 
are in circulation. 


EHFA Signs New Contracts 


Electric Home and Farm Authority 
has announced that contracts have been 
closed with the Renville Sibley Co-op- 
erative Power Association, Fairfax, 
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the beginning of the slump in the latter 
part of that year. In further evidence 
of rising loads, the decrease from the 
preceding week’s output was unusually 
small—about 67,000,000 kw.-hr. this 
year, against 100,000,000 kw.-hr. in 1938 
and 167,000.000 kw.-hr. in 1937. 


Minn.; Bailey County Electric Co-op- 
erative Association, Muleshoe, Tex.; 
city of Banning, Calif., and the Board 
of Public Utilities of the city of Athens, 
Tenn. Contracts provide for co-opera- 
tion in financing the sale of electric 
appliances. 


Texas Power Consumption 


Consumption of electric power in 
Texas during July was well above that 
of both the preceding month and the 
corresponding month last year, the 
Bureau of Business Research of the 
University of Texas announces. Re- 
ports from eighteen electric power 
companies, representing the bulk of 
production in Texas, indicated an in- 
crease for the state of 7.4 per cent 
over June and 10.7 per cent over July 
last year. 


Exceeds Sales Quota 


Consumers Power Co. completed its 
two-month electrical appliance sales 
campaign by exceeding quota in prac- 
tically every division. With a $500,000 
sales goal set, the company recorded 


total sales of $585,244. 
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Percentages widened in four major 
regions, including the Middle Atlantic 
and Central Industrial. They narrowed 
sharply in the Rocky Mountain area 
(which still leads) and to a small ex- 
tent also in New England and the Pa- 
cific states. 





July Output Gains 
11% Over Year Ago 


Production of electricity for public 
use during July totaled 10,477,561,000 
kw.-hr., an increase of 1.2 per cent over 
June and 11 per cent more than was 
produced in July of last year, according 
to the Federal Power Commission. Of 
the total, 33 per cent was produced by 
water power, as compared with 36 per 
cent in June and with 39 per cent in 
July a year ago. 

Capacity of generating plants in 
service on July 31 totaled 39,717,000 
kw., a net increase of 117,000 kw. over 
that previously reported by the com- 
mission. Electric utility plants consumed 
approximately 3,713,162 net tons of 
coal during July, of which 3,540,753 
tons was bituminous and 172,409 an- 
thracite, an increase of 6.7 per cent 
and a decrease of 3.5 per cent, re- 
spectively, when compared with the 
preceding month. 

Total stock of coal on hand at elec- 
tric utility power plants on August 1 
was 8,232,427 tons, an increase of 3.7 
per cent over July 1 and a decrease of 
these supplies of 11.4 per cent from 
August 1, 1938. 
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EWS ABOUT PEOPLE 


Smith Succeeds Hanks as 
Head of Florida Utility 


Bryan Hanks, president of Florida 
Power & Light Co. since 1937, and 
Will M. Preston, who has been with 
the legal department of the company 
since 1928, and head of that depart- 
ment since 1936, have announced the 
formation of the law firm of Hanks & 
Preston, with offices in Miami. The 
operations and management of the util- 
ity company will be in charge of Mc- 
Gregor Smith, who joined Florida 
Power & Light early this year as vice- 
president and general manager, and 
now becomes president and _ general 
manager. 

The new law firm will be chief coun- 
sel for Florida Power & Light and asso- 
ciated companies and will also engage 


McGregor Smith 


in the general practice of law. W. L. 
Gray, Jr., and Shelby Gaskin, who 
have been in the legal department of 
Florida Power & Light for a number 
of years, will be associated with the 
new law firm. Other employee: of the 
legal department of the company will 
either be associated with the new firm 
or continue in the employ of the com- 
pany. The legal department of Florida 
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Bryan Hanks 


Power & Light Co. will be discontinued. 

Mr. Hanks joined Florida Power & 
Light in 1925 as head of the legal de- 
partment and was made president in 
1937, at a time when the legal prob- 
lems demanded a large part of the at- 
tention of the executives. This condi- 
tion no longer exists, permitting him 
to return to the practice of law. Mr. 
Hanks will remain a director. 

Mr. Smith is an engineer and utility 
operator of wide experience. Prior to 
joining Florida Power & Light he was 
president and general manager of 
Louisiana Power & Light Co. 


> Geratp Hu err has been reappointed 
general sales manager of Electromaster, 
Inc., Detroit, Mich. Mr. Hulett was with 
Electromaster in this same capacity for 
several years prior to 1937 and since 
that time has been regional manager of 
Bendix Home Appliances, South Bend, 
Ind. 


> Grorce J. Fararp. of the mainte- 
nance department, New England Power 
Co., Worcester, Mass., and connected 
with the organization in various capaci- 
ties for the past 20 years, has rejoined 
the rural service department at Worces- 
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ter under F. L. Rimbach, agricultural 
development engineer. Crarence I. 
Worcester, Bolton, Mass., has also 
joined Mr. Rimbach’s department at 
Worcester. 


> James M. Carnes has been appointed 
assistant general manager of Nashville 
(Tenn.) Electric Service, according to 
an announcement made by the Nash- 
ville Power Board. Since 1919 Mr. 
Carnes has been assistant to J. P. W. 
Brown, now general manager for Nash- 
ville Electric Service and formerly vice- 
president of the Tennessee Electric 
Power Co. with headquarters in Nash- 
ville. J. M. Davipson, for many years 
assistant secretary and treasurer for 
Tennessee Electric Power Co. in Nash- 
ville, was named treasurer and assistant 
secretary of Nashville Electric Service. 


> Many E. Lorp, who has been en- 
gaged in cost reduction work in all 
manufacturing divisions of the General 
Electric Co. at Schenectady, has been 
appointed manager of the Fort Wayne 
works of the company to succeed NEIL 
Currigz, Jr., who is relinquishing his 
position to become assistant to the 
vice-president in charge of manufactur- 
ing. Mr. Currie started his service with 
the company in 1908 in the employ of 
the power apparatus department of the 
Western Electric Co. With the pur- 
chase of that department by General 
Electric, Mr. Currie joined the motor 
department, then located at Pittsfield. 
In 1911 he was named assistant engineer 
of the power motor engineering depart- 
ment, in 1920 engineer, and five years 
later managing engineer. Subsequently 
he became manager of the Philadelphia 
works and in 1936 manager of the Fort 
Wayne works. Mr. Lord has been with 
General Electric since 1908. In 1917 
he went to the Edison Lamp Works in 
charge of general production. Three 
years later he became a member of tlie 
general staff on special assignments. In 
1928 he was transferred to the Schenec- 
tady manufacturing department. 
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Bacharach New President 
of Utility Commissioners 


Harry Bacharach, who was elected 
president of the National Association 
of Railroad and Utilities Commissioners 
at the recent convention in Seattle, has 
been president of the New Jersey Pub- 
lic Utility Commission for seven years. 





Pom. 


Mr. Bacharach was born in Phila- 
delphia, but has resided in Atlantic 
City for fifty years. He served as 
president of the Equitable Trust Co. 
of Atlantic City from 1913 to 1934, and 
also of the Equitable Building and 
Loan Association. He was elected 
Mayor of Atlantic City in 1911 and re- 
elected in 1916, 1930 and 1932. He 
was elected by the Legislature of New 
Jersey in 1927 as a member of the 
Water Policy Commission. 

It was in 1921 that he was appointed 
a public utility commissioner for two 
years. In 1929 he was appointed for 
a full term of six years and again in 
1935 he was appointed for a full term 
of six years. 

“ 


> W. R. Dawson has joined the staff of 
the British Columbia Electric Railway 
Co. at Vancouver, B.C., as assistant to 
the vice-president. Mr. Dawson has ex- 
tensive experience in the accounting 
field. He is a member of the Society of 
Accountants in Edinburgh, Scotland, 
his native country. 


> Arsert E. Graver has been ap- 
pointed general secretary of the British 
Columbia Electric Railway Co., suc- 
ceeding the late William Saville. Mr. 
Grauer received his education at the 
University of British Columbia, at Ox- 
lord, where he studied law, and at the 
University of California. He was ad- 
mitted to the bar in British Columbia 
and joined the staff of the University of 
Toronto in 1930, where he remained 
until 1937 as director of social services. 


In 1937-38 he attended the sittings of 
the Royal Commission on Dominion- 
Provincial Relations as an expert of 
labor legislation and social service. 


> Ratpu G. Raymonp has been ap- 
pointed supervisor, home service and 
sales promotion, lighting sales depart- 
ment of the Commonwealth Edison Co., 
Chicago. Mr. Raymond has been super- 
visor, sales promotion, since December, 


1938. 


> Spencer H. Locan, New York, has 
been elected president of the Sterling 
Engine Co., Buffalo, succeeding Charles 
A. Criqui, Sr., founder, who becomes 
chairman of the board. Mr. Logan is 
president of Nutro-Sodium Corp. and a 
director of Consolidated Coppermines 
Corp. 


PR. A. Ryan, for the past twelve years 
manager of the Brownsville district of 
the West Penn Power Co., has been 
transferred to Uniontown as district 
manager. H. J. DEBoLT took up the dis- 
trict managership at Masontown. Mr. 
Ryan is succeeded by H. E. HAMIL, 
formerly district manager at Washing- 
ton. E. H. Licutner of Canonsburg 
moved into the Washington vacancy and 
Canonsburg district will be headed by 
J. M. McKercuer, who was transferred 
from Springdale. 


OBITUARY 


Dr. Charles L. Norton 


Dr. Charles L. Norton, director of 
the division of industrial co-operation 
at Massachusetts Institute of Tech- 
nology since 1921 and a nationally 
known inventor and engineer, died 
September 8 in Annisquam, Mass., at 
the age of 69. A pioneer in fire-pre- 
vention work, he invented processes 
used in manufacture of asbestos wood 
and asbestos shingles. He had more 
than 100 United States and foreign 
patents relating to the economies of 
heat and the diminution of fire loss and 
was a director of many corporations. 
Among his many contributions to in- 
dustry was a machine for making silica 
brick which superseded the old hand 
molding method, a process now univer- 
sally used. He also contributed to the 
knowledge of high-temperature insulat- 
ing materials and was much interested 
in problems of corrosion in metals. Dr. 
Norton was among the first advocates 
of the use of X-rays in medical diag- 
nosis. 

He was a fellow of the American 
Academy of Arts and Sciences and a 
member of the American Association 
for the Advancement of Science, Ameri- 
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can Society of Mechanical Engineers, 
Society for the Promotion of Engineer- 
ing Education and the American So- 
ciety of Testing Materials. 


C. G. Axell 


C. G. Axell, for many years con- 
nected with Commonwealth Edison Co., 
Chicago, died at Multnomah Falls, 
Ore., on August 18. He had retired 
on July 1. 

Mr. Axell was born in Sweden in 
1879 and was graduated from the Royal 
Institute of Technology in Stockholm 
in 1902. Coming to the United States 
in 1903, he started with Commonwealth 
Edison Co. that same year. In 1909 
he became chief draftsman and in 1916 
engineer of electrical design. In this 
position he was the chief design engi- 
neer during the construction of Calu- 
met and Crawford generating stations, 
as well as numerous substations. In 
1936 he was made staff engineer, the 





title he held at the time of his retire- 
ment. He was a member of the Ameri- 
can Institute of Electrical Engineers, 
Western Society of Engineers and a 
past-president of the Swedish Engi- 
neers’ Society. 


> Timotuy J. Coriins, 70, for many 
years a leading electrical contractor and 
civic leader at Springfield, Mass., died 
in that city on September 1. 


>Paut F. TuHreExe, general superintend- 
ent of the Fort Wayne (Ind.) Light & 
Water Utilities, died August 30, follow- 
ing an illness of six weeks. He was 40 
years of age. Before assuming his duties 
as general superintendent of the Fort 
Wayne utilities, Mr. Thiele was for sev- 
eral years manager of the Dix-Kelly 
Electric Co. and served as city electrical 
inspector. He played a prominent part 
in the adoption of the new city electrical 
code. 
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ANUFACTURING - MARKETS 


Manufacturers Issue 
Profit Statements 


Blaw-Knox Co. reports for the six 
months to June 30, including consol- 
idated domestic subsidiaries, gross sales, 
less returns and allowances, amounting 
to $5,272,866. This compares with $5,- 
702,905 last year. Net profit totaled 
$211,086, contrasted with loss of $16,- 
475. Unfilled orders on June 30, 
amounted to $3,341,561, compared with 
$2,106,150 a year ago. 

ServEL, Inc.—Quarter ended July 31, net 
profit $1,241,417, after depreciation, bond 
interest, federal income taxes and other de- 
ductions. After allowing for dividend re- 
quirements on the 7 per cent preferred 
stock, net is equivalent to 69 cents each on 
the 1,781,426 shares of $1 par common 
stock outstanding. In the preceding quar- 
ter, ended on April 30, the company had a 
net profit of $836,226, or 46 cents a share. 
on the common and in the quarter ended 
July 31, 1938, the company earned $595,- 
252, or 33 cents a common share. 

CONTINENTAL-DIAMOND — FipreE—Consoli- 
dated profit and loss statement second 
quarter, 1939, net profit $9,579, com- 
pared with loss of $198,371 in the sim- 
ilar period of 1938. For six months net 
profit $26,888, compared with loss of $437,- 
125 for the similar period of 1938. Oper- 
ating statements of foreign subsidiaries 
have been converted at the approximate 
current rates of exchange in effect dur- 
the period. Net current assets on June 30 
amounted to approximately $2,449,000 of 
which $484,000 represented cash. 


Reliance Electric Plans 
$25,000 Plant Extension 


Reliance Electric & Engineering Co., 
Cleveland, has awarded to the J. L. 
Hunting Co., general contractors, 
Cleveland, a contract for the construc- 
tion of two-story extension to its pres- 
ent office and factory building which 
will provide space for a lunchroom for 
employees, additional room for the 
company’s medical department, and 
more space for factory offices, it was 
announced recently by Clarence L. Col- 
lens, president of the company. The 
extension will cost approximately 


$25,000. 
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“This extension,” Mr. Collens said, 
“represents an improvement and addi- 
tion which has for some time been 
contemplated by the company and will 
permit of more adequate facilities for 
employees and the proper functioning 
of some of our office departments.” 
The addition is expected to be com- 
pleted by December 1. 


Oil Burner Sales Rise 
60 per Cent Above 1938 


Orders and shipments of oil burners 
are running far ahead of those in 1938 
and somewhat above 1937; July figures 
were approximately on a level with 
those for June, according to statistics 
reported by the Bureau of the Census. 
New orders less cancellations were 
17,838. as against 17,901 in June, 
11,121 in July, 1938, and 16,274 in 
July, 1937. 

Shipments totaled 17,337 in July and 
16,906 in June, of which 16,819 and 
16,555, respectively, were in the United 
States. Thus shipments to foreign 
countries, including Canada, were only 
3 per cent of the total. 
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Electrical Orders 
Far Above 1938 


Orders for heavy electrical goods 
continue to be well above those a year 
ago, although month-to-month changes 
are variable, according to index num- 
bers announced by NEMA. Compared 
with 1938 the July index for motors 
and generators shows an increase of 
18.5 per cent, for transmission and dis- 
tribution equipment an increase of 66 
per cent. In June the corresponding 
gains were 17 and 20 per cent respec- 
tively. 

While the July index for the first 
group declined 11.8 points, or 13.4 
per cent, compared with June, to 76, the 
figure for the second group spurted 
19.2 points, or 18.8 per cent, to 121.2. 
This was the highest for any month this 
year except March and it was far above 
anything recorded in 1938. 


Motors 
and an 
Month Generators Distribution 
1938 1939 
57.4 81.0 
70.8 108.3 
129.1 


Transmission 


Transmission and distribution 


equipment 


average 
month = 100 


| 
| 
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Motors and 
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N.E.M.A. Index of orders received for motors and generators 
and for transmission and distribution equipment. 
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Manufacturers Make 
Sales Appointments 


Electrical manufacturing companies 
have recently announced the following 
appointments to their sales staffs: 

Standard Transformer Co. has named 
Frank L. Frable to represent the company 
in Illinois, southern part of Wisconsin and 
northern Indiana. His headquarters are lo- 
cated at 100 W. Monroe St., Chicago. 

National Telphone Supply Co. has an- 
nounced the appointment of Robert H. 
Welf as special sales representative. Mr. 
Welf will work out of the Cleveland head- 
quarters and will cover the company’s 
northeastern territory. Mr. Welf is a gradu- 
ate of the Case School of Applied Science, 
was formerly associated with the Ohio 
Power Co., and is a member of the A.L.E.E. 

W. A. Hesse & Co. has announced the 
appointment of the following agents: F. E. 
Burke, 337 Avenue F, Forest Hills, Pitts- 
burgh, Pa.; Charles G. Kahant, 11 Park 
Place. New York and William G. Merowit 
Co., 505 Delaware Avenue, Buffalo, N. Y. 

Allis-Chalmers Manufacturing Co. has 
announced the establishment of a new 
branch office in Louisville, Ky., to better 
serve fhat city and vicinity. W. E. Kerche- 
val will be in charge. A new branch office 
has been established at La Porte, Ind. 
B. L. Margeson, formerly in charge of the 
company’s Rockford, IIl., office, will be in 
charge. J. J. Breutzman, formerly at the 
Chicago office, will succeed Mr. Margeson 
at Rockford. A. B. Frost has been ap- 
pointed branch manager at the New 
Haven, Conn., office to succeed E. D. Hill, 
who resigned due to illness. 


Cutler-Hammer Expands 


Cutler-Hammer announces an impor- 
tant expansion in its Colorado territory. 
Its Denver office has taken on additional 
trained personnel and expanded facili- 
ties and stocks covering its complete 
lines better to serve this rapidly grow- 
ing market. H. L. Vaughan, representa- 
tive of the company with offices in Den- 
ver, states that he is now equipped to 
provide full service, covering a wide 
assortment of equipment. 


FPC Orders Gas Hearing 


Federal Power Commission has or- 
dered that a public hearing be held on 
September 27 on the proposed uniform 
system of accounts to be prescribed 
for natural-gas companies subject to 
the provisions of the Natural Gas Act. 
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New York Metal Prices 


Sept. 13, '39 Sept. 5, '39 


Cents per Cents per 

Pound Pound 
Copper, electrolytic .... 12.00* 12.50* 
Lead, Am. S. & R. price 5.50 5.25 
eet eee eas ud aids 12.25 12.00 
Nickel Ingot ........... 35.00 35.00 
SUN, SM Sg soi 8 aXe 6.64 5.89 
Tin, ON ics bin csv aes . 73.50 49.75 
Aluminum, 99 per cent. 20.00 20.00 


* Delivered Connecticut Valley. 
LT LT eS SSS 
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Field Reports on Business 


A sharp rise in business is anticipated as a result of the European conflict. 
Prices of commodities and securities soared this week as frantic buying came 
into the markets. Manufacturers report good utility buying and an effort to 
prevent price increases, which might hinder contemplated construction. 


NEW ENGLAND 


While many New England industries 
have quickened their pace in anticipation 
of expanding trade due to war demands, 
some hesitancy is reported all along the 
line in increased buying of electrical equip- 
ment beyond the steady rate that has 
characterized the trend throughout the 
summer. This wavering is due, for the 
most part, to an uncertainty as to the 
stand that will be pursued by the govern- 
ment as regards neutrality. However, a 
lively interest in new contracts awarded 
in this area is prevalent. The navy has 
awarded a $929,075 aircraft engine order 
to the United Aircraft Corp., Pratt & 
Whitney Aircraft Division, East Hartford, 
Conn. Wyman Simpson, Inc., Augusta, 
Maine, has received a‘ contract for sub- 
marine cables and high-tension service 
amounting to $19,800, and American Brass 
Co., Waterbury, Conn., has been given a 
navy contract for copper-nickel tubing 
amounting to $46,038. 

Central station supplies are receiving 
more attention; a prominent utility has 
recently installed 5,520 kva. of G.E. capaci- 
tors on its distribution system. During 
the past week orders for winding tape in- 
creased twofold, according to one manufac- 
turer. Small motor sales are in good vol- 
ume and small switch and control appara- 
tus are selling well. 

Commercial cooking and refrigeration 
are progressing. New England appliance 
buying shows an encouraging trend and 
indications point to a considerable in- 
crease in sales volumes for this year as 
compared with 1938. 


PACIFIC COAST 


Power consumption in northern and cen- 
tral California has increased 14 per cent 
this year over last, the greatest factor 
being agricultural due to an abnormally 
dry year. Other reasons are the San Fran- 
cisco Fair with its 12,400 kva maximum 
demand, a 50 per cent increase in the 
number of new residences, rural extensions 
and the steady conversion of small plants, 
isolated dredges and the like from other 
sources of power. 

New industrial developments include 
structures on a 72-acre aircraft plant near 
Los Angeles and a fibreboard plant at 
Antioch in the Bay region. Heavy machin- 
ery purchases are considerable, outstand- 
ing items covering $161,070 for fourteen 
electric bridge cranes and $150,000 for a 
25-ton Diesel-electric pontoon crane, all 
for the Mare Island navy yard; a 50-ton 
crane for El Centro plant of an irrigation 
district; a low bid by General Electric of 
$390,000 for a turbo-generator unit at 
Glendale municipal plant; $53,200 of sta- 
tion transformers for Tacoma, and two 
projected generators of 16,667 and 38,889 
kva. for Fort Peck plant in Montana. 

Miscellaneous material orders include 
$36,481 for poles for a section of the 
Bonneville transmission line; $20,000 
switchboard equipment in San Francisco 
relief home; 50,000 feet No. 3- to 9-con- 
ductor rubber and leaded cable, sizes No. 
4/0 to 12, for Los Angeles, and much 
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varied copper wire and cable along the 
coast placed prior to the recent 14-cent 
base advance, the largest order covering 
1,000,000 lb. trolley wire for rebuilding 
Seattle’s street car system. 


CHICAGO 


Principal effect of the first week of 
actual war in Europe was a rush on the 
part of many concerns, particularly those 
operating on a slim inventory basis, to 
plan orders for material and equipment 
to protect themselves against shortages 
and price increases. Wire and cable manu- 
facturers report a sharp advance in orders 
and inquiries. The demand for heavy 
equipment also expanded rapidly. 

Steel output is expected to rise sharply 
as a result of producers being flooded with 
orders from a broad classification of buy- 
ers. A sharp increase in railroad pur- 
chases is evident, with numerous orders 
for freight and passenger cars being 
placed. 

Lighting equipment sales are reported 
to be very satisfactory. Nineteen sodium- 
vapor street lamps, costing $20,000, will 
be installed on a new viaduct. 

Demand for appliances continues sub- 
stantially ahead of last year. One local 
company recently placed a $1,500,000 order 
for vacuum cleaners. Electric range sales 
continue to move steadily forward. Util- 
ities and dealers are planning new promo- 
tional activities in connection with this 
year’s Better Light-Better Sight campaign. 
Street lighting on a section of two down- 
town streets has been increased from 500 
watts to 1,000 watts in an experiment 
which may lead to increased lighting 
intensity throughout the loop area. 


NEW YORK 


First effects of the European war were 
in evidence this week as domestic cor- 
porations sought to hedge against rising 
commodity prices by rushing into the 
market for future deliveries. Electrical 
manufacturers report that large scale util- 
ity buying was in evidence. Production 
activities are expected to be stepped up 
considerably as a result of the rush to get 
equipment before prices soar too high. 

Metal markets were under heavy strain 
last week and this as buyers placed orders 
in large volume. Several electrical manu- 
facturers indicated that every effort will 
be made to prevent a sudden rise in prices 
which might hinder some contemplated 
utility construction. 

Building activity during August showed 
a rise over the two preceding months and 
was equal to a year ago, in spite of the 
current tapering of public works programs. 
During the first eight months total contracts 
awarded were 26 per cent above the same 
1938 period. 

Anticipating higher prices, buyers 
rushed into retail markets, causing a 
scarcity of some foodstuffs and accelerat- 
ing rising prices. This was also reflected 
in wholesale markets. Security prices 


’ soared. Bond prices dropped, with the 


result that the $48,000,000 of Public Serv- 
ice of Indiana bond offering was postponed. 
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No substantial changes occurred in the prices of electric light and power securities 
during the past week. “Electrical World” stock index declined from 30.6 last week to 
30.1; last year, 26.2. Bonds recovered slightly, 103.7; last week, 103.5 


Utility Exemption 
Applications Filed 


SEC has ordered a hearing Septem- 
ber 27 on the application of Ameri- 
can & Foreign Power Co., Inc., for 
exemption of itself and each of its 
subsidiaries from the provisions of the 
holding company act of 1935 as sub- 
sidiaries of Electric Bond & Share Co. 
According to the application Electric 
Bond & Share owns more than 10 per 
cent of the outstanding voting securi- 
ties of American & Foreign Power Co., 
Inc. 

The company’s application states 
that it owns and controls, either di- 
rectly or through the medium of sub- 
sidiary holding companies, securities 
of public utility concerns operating in 
Argentina, Brazil, Chile, China, Colom- 
bia, Costa Rica, Cuba, Ecuador, Guate- 
mala, India, Mexico, Panama and 
Venezuela. 


Monongahela West Penn Public Service 
Co. has been granted exemption from the 


provisions of the holding company act. 
The applicant’s public utility properties 
are located in West Virginia and its opera- 
tions are confined to that state. The com- 
pany is a subsidiary of the West Penn 
Electric Co. 


New Utility Issues Total 
$176,008,000 in August 


New offerings of electric light and 
power companies during the month of 
August amounted to $176,008,000, as 
compared with $71,588,700 in July and 
$154,392,200 in August, 1938. The 
eight-month period closed with a total 
of $743,339,900, compared with $501,- 
994,800 for the similar period of last 
year. 

Pennsylvania Power & Light Co. 
contributed $123,500,000 to the month’s 
total with an offering of first mortgage 
bonds totaling $95,000,000 and an is- 
sue of debentures totaling $28,500,000. 

The new issues were essentially for 
refunding purposes. 





Amount Offered 


Name of Company (Par Value) to Period | 


Class 





Central Ohio Lt. & Pwr. Co.| Public | 25 
,000 | Public 1-5 
198,000 | Public 


$4,100,000 lst mortgage bonds, series C...... 
500 Serial notes... ... 


Preferred stock.................. 





lst mortgage bonds.... . 
POUR iva Conc dées died came oe 


Pennsylvania Pwr. & Lt. Co. 95,000, 000 


28,500,000 


Public 
Public 





25,000 , 000 
7,000,000 


Central Power & Light Co. Public 


Ist mortgage bonds, s 
Public 


Series debentures 





Refunding outstanding bonds 4 
pay off indebtedness and 3% 
to reimburse for capital 6 
expenditures 


Refund outstanding  secu- 
rities and for additions 
and betterments 


Refunding 


$48,000,000 Issue 
Put Off by Utility 


Robert A. Gallagher, president of 
Public Service Co. of Indiana, disclosed 
recently that his company will post- 
pone for the time being its proposals 
to issue and sell $48,000,000 of securi- 
ties for which it had filed a registra- 
tion statement with the SEC. 

The European war and the decline 
in the bond market were listed as 
reasons for the postponement. The 
company proposed to issue $38,000,- 
000 of 334 per cent bonds, series A, 
due 1969, and $10,000,000 serial de- 
bentures of 1940-49 which will carry 
an average coupon rate of not more 
than 314 per cent. 

Counsel for Public Service said that 
the company will file delaying amend- 
ments under the Securities Act of 1933 
in order to keep the registration state- 
ment in force pending developments. 


Calls 3% Debentures 


Hartford (Conn.) Electric Light Co. 
has called for redemption October 1 
a total of $70,000 of its 30-year 3 per 
cent debentures, series of 1937. 


Utility Reports 


Net Income 
1939 1938 
*American Pwr. & Lt. 
subs. 
*Arkansas Pwr. & Lt 
*Carolina Pwr. & 
*Electric Pwr. & 
subs. . 
*Florida Pwr. & Lt 
*Kansas Gas & Elec 
*Louisiana Pwr. 
*Minnesota, Pwr. & 
*Mississippi Pwr. & Lt 
tMountain States Pwr 
*National Pwr. & Lt and 
sub 7,229,579 
*New 1,723,621 
*Pennsylvania Pwr. & Lt... 7,595,771 
*Twelve months ended July 31. 
tTwelve months ended June 30. 


8,543,329 
1,205,934 
7,667,022 


New Issues of Electric Light and Power Securities in August 


Per Cent 
Yield 


Interest 


Purpose Rate Price 


3.79 
6.66 


1034 
101.02 





Upper Michigan Pwr. & Lt. 1,050,000 | Public 
Co. 


| series A 


Edison Sault Electric Co... 60,000 | Placed 


privately 
Public 
Publt | 


| lst mortgage bonds, series B 


Iowa Public Service Co... 14,250,000 


Ist mortgage bonds.............. 


Kansas Public Service Co. .| 350, lst mortgage serial bonds......... 








| $176,008, 
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ist mortgage sinking fund bonds,| Refunding 
Capital expenditures 


Refunding 
Refunding 
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Appliance Tester 


Wattage consumption, amperes and line 
voltage of appliances in operation may be 
tested with this new instrument. Dyna- 





Model ''900"' appliance tester; four ranges 
of watts to 2,000; four ranges of current 
to 26 amp.; two ranges of volts 0-130-260; 
60-cycle and 25-cycle models; steel-encased. 
The Hickok Electrical Instrument Co., 
Cleveland, Ohio. 


mometer meter with specially designed cur- 
rent transformer provides four wattage 
ranges, four current ranges and two volt- 
age ranges. Low-wattage range of 0.20 
watts measures power consumed by electric 
clocks, bell-ringing transformers and simi- 
lar appliances, with fuse protecting this 
range from overload. High range is suit- 
able for checking electric ranges operating 
on three-wire 220-volt system. Provision is 
made for testing in two- and _ three-wire 
circuits. 
* 


Magnetic Switches 


Size 0 a.c. magnetic switches; in 2-, 3- and 
4-pole forms; for use with single-phase mo- 
tors to | hp. 110 volts and If hp. 220 
volts, or for polyphase motors up to I'/ 
hp. 110 volts and 2 hp. 220-600 volts. Gen- 
eral Electric Co., Schenectady, N. Y. 


New small-size a.c. full-voltage magnetic 
starters use E-type magnets, with three 
sealing surfaces to decrease hammer blow 
of closing. Rivet-type built-in pole shader 
protects against loosening in operation. 
Contacts are double-break, fine silver. En- 
closed isothermic overload relays are pro- 


vided with positioning spring to make 
relay either hand- or automatic-reset. 
. 


Dustproof Lighting Unit 


Dust-proof fixture; in sizes to accommodate 
amps from 25 to 150 watts. Goodrich 
Electric Co., Chicago, III. 


Dust-proof, weather-proof and moisture- 
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proof lighting fixture, with heavy threaded 
glass globe, is offered for use in flour and 
feed mills, grain elevators, coal pulveriz- 
ing plants and similar locations where 
combustible dust is encountered. Fixture, 
with one-piece copper hood, may also be 
fitted with heat-resisting daylight blue, 
ruby or diffusing globes as well as the 
standard clear globe. 


+ 
“Luximeter”’ 


Turbidity tests in water supplies may 
also be made with a new instrument de- 
signed primarily for measuring the trans- 
mission of the blue solution obtained in 
the phosphatase test to determine degree 
of pasteurization of milk. Satisfactory tur- 
bidity measurements have been made over 
the range of 100 to 3,500 parts per mil- 
lion on the silica scale, according to the 
manufacturers. It consists of a light source, 
light sensitive cell and indicating instru- 
ment combined in one unit. Light source is 
regulated by a rheostat and is directed 





operates from 6-volt, '/-amp. 


"'Luximeter;"' 
power. supply. 
Schenectady, 'N. Y. 


General Electric Co., 


through test tube containing solution to be 
tested. Light so transmitted falls on sensi- 
tive surface of cell where values are read 
directly in per cent on micro-ammeter. 


Sliding-Contact Rheostats 


"Lubri-tact'’ rheostats; resistance ranges 
from 30,000 to 0.34 ohms; continuous cur- 
rent-carrying capacities vary from 0.1 to 
25 amp. James G. Biddle Co., Phila- 
delphia, Pa. 


As a new improvement on its sliding- 
contact rheostats, this company has in- 
troduced a graphite lubricator associated 
with the phosphor bronze brushes. This 
lubricated sliding contact is said to elim- 
inate scratching and abrasion and to pro- 
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vide a smoothmess of operation that makes 
the rheostats more satisfactory to use. Elec- 
trical contact is improved and wear on the 
brushes is reduced to a minimum. 


EW E Q UIPMENT Picture Lighting Fixture 


Picture lighting fixtures for fluorescent 
lamps are a recent addition to this com- 
pany’s line. They have adjustments for 
proper lighting: swivel fitting at top, tele- 


Picture lighting fixtures; use one fluorescent 
lamp; for 110 or 220 volts. Day-Brite Light- 
ing, Inc., St. Louis, Mo. 


scoping horizontal arm, adjustable vertical 
arm. One style is offered for the 18-, 24- 
and 36-in. lamps and has the auxiliaries 
located in fixture body. The other style, 
illustrated, is for 18- and 36-in., T-8 lamps 
only and has auxiliaries mounted behind 
fixture in junction box. Reflecting surface 
is porcelain enamel. 


Switch and Receptacle 


Two-gang unit weatherproof switch and re- 
ceptacle, ‘No. 7886'': single- or double- 
pole, three- or four-way switch. The Arrow- 
Hart & Hegeman Electric Co., Hartford, 
Conn. 


Outdoor weatherproof switch control and 
flush receptacle are combined in this two- 
gang unit. Receptacle is Bakelite, “T” 
slot with finding grooves which guide the 
plug fingers into the contact slots. 


Window Ventilator 


Feature of this window ventilator for 
office or home is that it is installed directly 
in the pane, reducing the loss of light. Pull 
chain opens the louver and starts the 10-in. 
pressure-type fan automatically; a second 
pull locks the louver weathertight and 
stops the fan. 





"Ventrola"’ window ventilator; for any type 
window—wood, steel sash or casement; also 


built-in models for vertical or horizontal 
installation. McLaughlin Ventilator Co., 
Ferndale, Mich. 


(821) 21 











Utility Asks Tinte 
to File Cost Data 


Niagara, Lockport & Ontario Power 
Co. has requested additional time to file 
original cost statements with the Fed- 
eral Power Commission. In an answer 
filed recently, replying to a commission 
order to show cause why proceedings 
should not be instituted to compel the 
company’s compliance with an order is- 
sued May 11, 1937, the power company 
questioned the jurisdiction of the com- 
mission to regulate its affairs. 

The studies of cost data required by 
the commission, said a brief filed by 
Randall S. LeBoeuf, power company 
attorney, have not been filed because 
the company’s regular books of account 
do not carry all the items called for 
and because substantial portions of the 
data would have to be estimated. With- 
out waiving its legal or constitutional 
rights, the power company said it would 
file the statements. 


Commission Claims Right 
to Regulate Rural Unit 


Utah Public Service Commission has 
ruled that the Garkane Power Co., Inc., 
an REA project in Garfield and Kane 
counties, comes under its supervision. 
In so ruling the commission settled a 
dispute of several months’ duration 
with officers of the company, who con- 
tended that the company is a non-profit 
corporation, serving members only, and 
for that reason is not subject to state 
regulation. 

“It is true,” the commission ruling 
said, “that the articles of incorpora- 
tion contain the provision that it shall 
render no service to or for the public. 
As a matter of actual practice the ap- 
plicant will render service to any mem- 
ber of the public located within the 
territory served by its system who is 
willing to pay the membership fees 
and the rates for its services. This is, 
in reality, a rendition of service to 
the general public, which makes the 
organization a public utility as de- 
fined by law.” 


Carrier-Current System 


Carrier-current telephone communi- 
cation is now provided over the con- 
necting 115,000-volt transmission sys- 
tem of the three major public power 
and irrigation districts in Nebraska, 
according to report to K. Sewell Wing- 
field, PWA chief project engineer. 
The connections link the Loup River, 
the Platte Valley and the Central 
Nebraska public power and irrigation 
districts. 
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Sales Opportunities 


West Sacem, Wis.—Neshonoe Light & 
Power Co., West Salem, plans extensions 
and improvements in local hydroelectric 
power plant on La Crosse River, including 
construction of new dam to provide head 
of about 14 feet, with tainter gates and 
other facilities. Increased power develop- 
ment will be carried out. Permission to pro- 
ceed with work has been granted by State 
Public Service Commission. 


BrookLtyn, lIowa—City Council has 
plans maturing for new municipal electric 
plant. Cost estimated about $135,000, with 
equipment. Special election has been called 
on September 22 to approve bond issue in 
amount noted. F. J. Gates, mayor, is in 
charge. 


East Mo.ine, Itt.—John Deere & Co., 
Moline, plans installation of motors and 
controls, conveyors, electric hoists and other 
equipment in three-story addition, 100 x 180 
feet, to agricultural machinery-manufactur- 
ing works at East Moline. Work will be 
placed under way at once. Cost reported in 
excess of $160,000. O. A. Eckerman is com- 
pany architect. 


Oxrorp, Miss.— Northeast Mississippi 
Electric Power Association, Oxford, plans 
new outdoor-type power substation, with in- 
stallation of transformers, switchgear and 
accessories. Work will begin soon. Financ- 
ing is being arranged through Federal aid. 


KNOXVILLE, TENN.—Knoxville Electric 
Power Board, Max C. Bartlett, manager, 
plans extensions in primary and secondary 
lines in parts of Knox, Jefferson and 
Union Counties, for rural electrte system, 
including service facilities. Cost about 
$175,000. Financing is being arranged 
through Federal aid. Board recently has 
approve construction of about 65 miles of 
similar lines in section of Knox and Sevier 
Counties for rural electrification and will 
proceed with work soon. An appropriation 
of $81,000 has been secured through Fed- 


eral aid for this work. 


Nortu Witkessoro, N. C.—Duke Power 
Co., Charlotte, N. C., plans extensions in 
primary line from point near North Wilkes- 
boro to Wilbar and vicinity, about 15 miles. 
Also will extend secondary lines in same 
area, with installation of service facilities 
for rural distribution. This is part of an 
expansion program for rural system. 


Wasuincton, D. C.—Bureau of Yards 
and Docks, Navy Department, receives bids 
(no closing date stated) for automatic tele- 
phone switchboard and accessory apparatus 
for installation in Naval Research Labora- 
tory, Bellevue, D. C. (Specifications 9234). 


Wisconsin) Rapips, Wis.—Ahdawagam 
Paper Products Co. plans installation of 
motors and controls, conveyors, electric 
hoists and other equipment in new one-story 
addition to mill, 240x280 feet. Cost re- 
ported close to $150,000. Thomas Utegaard 
is company engineer. Work will be carried 
out at early date. 


Wueaton, Minn.—Village Council is 
considering new municipal electric power 
plant, and has authorized surveys and esti- 
mates of cost. G. M. Orr & Company, Baker 
Arcade Building, Minneapolis, Minn., are 
consulting engineers. 


Ora, Ark.—United States Engineer 
Office, Little Rock, Ark., has plans under 
way for new Nimrod dam on Fourche La 
Fave River, vicinity of Ola, Perry County, 
for flood control, with provision for con- 
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struction of a hydro-electric generating 
plant. A reservoir of 300,000 acre-feet will 
be constructed. Work on project is sched- 
uled to begin early next spring, when bids 
will be asked. An initial appropriation of 
$700,000 has been authorized for develop- 
ment, to be supplemented by additional 
funds during 1940. 


Hastines, Nes.—City Council has pre- 
liminary plans uner way for expansion in 
municipal power plant, including installa- 
tion of new turbine-generator unit, boiler 
and auxiliary equipment, also switchgear 
and other line facilities. Municipality will 
build new transmission line to point about 
three miles beyond city limits, where new 
power substation will be located, and con- 
nection made with system of Southern Ne- 
braska Power Co. for exchange of power 
supply. Last noted company also will ex- 
tend transmission line this vicinity to new 
substation site. Black & Veatch, 4706 
Broadway, Kansas City, Mo., are consulting 
engineers for city. 


Port Huron, Micu.—Mueller Brass Co., 
Riggin Street, plans installation of motors 
and controls, conveyors, regulators, electric 
hoists and other equipment in two one-story 
additions to brass and copper goods-manu- 
facturing plant. Work is scheuled to begin 
soon. Cost estimate over $150,000. 


Cuicaco, Itt.—Public Service Co. of 
Northern Illinois, Chicago, plans extensions 
in primary and secondary lines in parts of 
Woodford, Putnam, LaSalle, Marshall, Kan- 
kakee, Grundy and neighboring counties, 
totaling over 80 miles, with power substa- 
tions and service facilities, for expansion 
in rural electric system. Work will be car- 
ried out this fall. 


HomesteaD, Fria.—tLight and Water 
Commission, Frank B. LaRue, chairman, 
plans extensions and improvements in 
municipal power plant, including installa- 
tion of new generating unit and complete 
accessories. Proposed to ask bids soon. 
William Sydow, 3461 Main Highway, Co- 
coanut Grove, Fla., is consulting engineer. 


West Benno, Wis.—Wisconsin Gas & 
Electric Co., Racine, Wis., has approved 
plans for modernization and improvements 
in power plant at West Bend, and will 
award contract for construction work at 
early date. Additional equipment will be 
installed. 


Topeka, Kan.—John Morrell & Co., Ot- 
tumwa, Iowa, meat packers, plan installa- 
tion of motors and controls, regulators, con- 
veyors and other equipment in new six-story 
and basement addition, 100 x 150 feet, to 
branch plant at foot of Quincy Street, To- 
peka, for expansion in lard refinery and 
other allied divisions. Cost reported about 
$175,000. Bids will be asked late in Sep- 
tember. Henschien, Everds & Crombie, 59 
East Van Buren Street, Chicago, are archi- 
tects and engineers. 


ExizaBetH, N. J.—Public Service Elec- 
tric & Gas Co., Newark, N. J., will begin 
work this month on new two-story and 
basement operating building for electrical 
distribution department on West Grand 
Avenue, Elizabeth, for which erection con- 
tract has been let to Damon G. Douglas 
Company, 605 Broad Street, Newark. It will 
include service and equipment divisions, 
meter department and other divisions, in- 
cluding garage and repair unit for company 
motor trucks. Cost estimated about $250,000. 
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